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SUBJECT: Impact of Project SAFE on Telephone Facilities 
6. C&P Cable Department personnel will r i 
; equire a two- 
month lead time to accomplish their work. : a 
7. It is suggested that i i i i 
; : s nat, prior to installing any conduit 
for black line telephones in the Computer Center, Soncoval be 


obtained from the Information Systems Security Group, CS, 


8. Telephone service £5. UPS and ADS" i 
; 5 v STAR will be served 
ees GE0422 satellite closet via the underfloor duct 


a ma If any additional information is required piecase 
ntac on extension 5656. 
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